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https://www.industrydocuments.ucsf.edu/docs/sfnnOOOO 



To: DDA'.MSM AlL=RJRWS/R JRP04/FITZGED; 0=RJREM; P=WSX400; A=RJR; C=US 

From: 1610 - Buffalo ROU (BRZEZIE) 

Posted: 6/27/97 10:02 
Opened: 6/28/97 10:02 
ubject: Stick To Stick Pump Toppers 


Don: 

In response to the above request, the Buffalo Region will not be utilizing the pump toppers for any of its chains. 

T you have any questions, please contact me. 

Thank you, 

Stephen MacLeod 
ROM/#1610 


CC: Macleod, Stephen 
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